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UNCLASSIFIED 

PAGE 01 ATHENS 01878 011558Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

020048 093183/22 

R 011421Z MAR 77 
FM AMEMBASSY ATHENS 
TO USINT BAGHDAD 
INFO SECSTATE WASHDC 9312 
USDOC WASHDC 

UNCLAS ATHENS 1878 


Message Text 


EO 1 1652 NA 
TAGS BEXP GR 

SUB J : AIRCONDITIONER PARTS FOR GOI PRESIDENTIAL PALACE 

FOR BAGHDAD/KEISWETTER FROM RTDO ATHENS 

FOR STATENEA/AR/RA 

FOR USDOC/BIC/CAGNE 

REF: BAGHDAD 0379 


1 . RTDO CONTACTED ZIAD KHATIB AND R. POWELL OF CARRIER ATHENS 
MIDDLE EAST REGIONAL OFFICE AND CALLED THEIR ATTENTION TO 
CONTENTS OF REFTEL. 

2. KHATIB AND POWELL ADVISED THAT PRIORITY TELEX WILL BE SENT 
TODAY MARCH 1 TO CARRIER HEAD OFFICE IN SYRACUSE, NEW YORK, 

WHO ARE AWARE OF FULL DETAILS OF QUOTATION FOR SUBJECT ORDER. 
CARRIER SYRACUSE WILL IMMEDIATELY CONTACT IRAQI INTERESTS 
SECTION. INDIAN EMBASSY, WASHDC., UPON RECEIPT OF TELEX MENTIONED 
IN PARA 1. 

3. ATHENS CARRIER OFFICE REGRETS INCOVENIENCE CAUSED BY 
MISUNDERSTANDING REFERRED TO IN REFTEL. 

KUBISCH 


UNCLASSIFIED 
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